DOCKETED ITEMS       55
8503210350 Forwards Enforcement Conference Rept 50-277/85-13 on 850304 re violations identified in insp Rept 50-277/85-11.
MARTIN.T.T. Region 1, Office of Director. 85/03/18. DALTROFF.S.L Philadelphia Electric Co. 2pp. 29464:329-29464:334.
-8503210353 Enforcement Conference Rept 50-277/85-13 on 850304.Major areas discussed:violations identified in Insp Rept 50-277/85-11 concerning calculated exposures of workers on 850203 & 10.
BICEHOUSE.H.J.,   PASCIAK.W.J.   Region   1,   Office   of   Director.   85/03/15.   4pp. 29464:331-29464:334.
8503260298 Ack receipt of 850228 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-277/84-42 & 50-278/84-34.
MARTIN.T.T. Region 1, Office of Director. 85/03/19. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29504:249-29504:253.
-8503260304 Responds to NRC 850129 Itr re violations noted in Insp Repts 50-277/84-42 & 50-278/84-34.Corrective actions:precautionary measures including venting special radwaste shipments taken & analysis of event & evaluation of waste disposal program.
DALTROFF.S.L. Philadelphia Electric Co. 85/02/28. MARTIN.T.T. Region 1, Office of Director. 3pp. 29504:251-29504:253.
8503260338 Forwards Insp Repts 50-277/85-04 & 50-278/85-04 on 850114-17 & 0213.No violations noted.
EBNETER.S.D. Region 1. Office of Director. 85/03/19. DALTROFF.S.L Philadelphia Electric Co. 2pp. 29504:193-29504:205.
-8503260340 Insp Repts 50-277/85-04 & 50-278/85-04 on 850114-17 & 0213. No violations noted.Major areas inspected:program for safe end repair & replacement. REYNOLDS.S.D.. GRAY.E.H., DURR.J.P. Region 1, Office of Director. 85/03/15. 11 pp. 29504:195-29504:205.
8503260507 Forwards Insp Rept 50-277/85-01 on 850107-0201.No violations noted. EBNETER.S.D. Region 1. Office of Director. 85/03/21. DALTROFF.S.L Philadelphia Electric Co. 2pp. 29509:154-29509:170.
-8503260510 Insp Rept 50-277/85-01   on 850107-0201 .No violations noted.  Major areas inspected:NDE of replacement pipe on reactor recirculation sys. KERCH.H.W.. HARRIS.R.H.. CAMPBELL.R.M. Region 1, Office of Director. 85/03/13. 15pp. 29509:156-29509:170,
R. Periodic operating reports & related correspondence
8503220446 "Semiannual Effluent Release Rept 18,Jul-Dec 1984." W/850228 Itr. FLEISCHMAN.R.S., ALDEN.W.M. Philadelphia Electric Co. 84/12/31. MURLEY.T.E. Region 1, Office of Director. 14pp. 29483:173-29483:186.
8503200370 Monthly operating repts for Feb 1985.W/850315 Itr. ALDEN.W.M..  LOGUE.R.H.  Philadelphia Electric Co. 85/02/28.  10pp. 29428:120-29428:129.
-8503210022 Environ assessment & finding of no significant impact re util 830527,0916 & 1203 requests for seven exemptions from 10CFR50,App R requirements. LAINAS.G.C. Assistant Director for Operating Reactors. 85/03/04. 4pp. 29480:125-29480:128.
8503290005 Forwards Insp Repts 50-277/84-39 & 50-278/84-32 on 841201- 850131. COLLiNS.S.J. Region 1, Office of Director. 85/03/06. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29565:143-29565:161.
-8503290010 Insp Repts 50-277/84-39 & 50-278/84-32 on 841201-850131.No unacceptable conditions identified.Major areas inspected: operational safety.radiation protection.physical security, LERs & maint.
JOHNSON.J.P.,   GALLO.R.M.   Region   1,   Office   of   Director.   85/03/03.    17pp. 29565:145-29565:161.
8503150364 Forwards Insp Repts 50-277/84-40 & 50-278/84-19 on 841210-13 & notice of yiolation.Steps taken to correct violations noted in ends to 821112 & 831024 Itrs verified.
EBNETER.S.D. Region 1, Office of Director. 85/03/08. DALTROFF.S.L Philadelphia Electric Co. 2pp. 29371:060-29371:061.
-8503150373 Notice of violation from insp on 841210-13.
*  Region 1, Office of Director. 85/03/08. 1p. 29371:062-29371:062.
-8503150383 Insp Repts 50-277/84-40 & 50-278/84-19 on 841210-13. Violation noted:failure to maintain fire barrier integrity.
KRASOPOULOS.A.   Region   1,   Office  of   Director.   85/02/27.   10pp.   29371:063-29371:072.
8503180104 Responds to NRC 850206 Itr re violations noted in Insp Repts 50-277/84-33 & 50-278/84-27,Corrective actions:temporary emergency procedure change immediately initiated.Procedure EP-101 revised on 841106.
DALTROFF.S.L Philadelphia Electric Co. 85/03/08. MARTIN.T.T. Region 1, Office of Director. 3pp. 29386:177-29386:179.
8503260022 Forwards response to 830527,0916 & 1202 requests for eight exemptions from requirements of App R to 10CFR50.Seven exemptions granted.Addl info re III.M exemption provided in 840515 Itr under review.
GEARS.G.E. Operating Reactors Branch 4. 85/03/13. BAUER.E.G. Philadelphia Electric Co. 2pp. 29519:118-29519:138.
-8503260026 Forwards exemption from certain requirements of App R to 10CFR50 for FR publication.
*   Operating  Reactors Branch 4. 85/03/13.  Docketing & Services Branch. 2pp. 29519:120-29519:121.                                                                                                   HH
-8503260032 Exemption from Sections III.F & ill.G of App R to 10CFR50 re installation of automatic fire detection sys & cables & equipment necessary to achieve & maintain safe shutdown,
THOMPSON.H.  Division  of  Licensing.  85/03/13.  Philadelphia Electric Co.  17pp 29519:122-29519:138.
S. Reportable occurrences, LERs & related correspondence
8503220058 Part 21 & deficiency rept re inadequate designed clamps. Initially reported on 850314.Spring disc washers required in clamp design shipped to site.assembly drawings revised to include spring disc & installation procedure made. KORTUEM.J.D. Western Piping & Engineering Co.. Inc. 85/03/14. Director's Office. Office of Inspection and Enforcement. 4pp. 29475:100-29475:103.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISERAF. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19, DEYOUNG.R.C. Director's Office. Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8412070034 Accepts 840928 proposed one-time change in schedule for administering annual oral & written requalification exams. Change would be in interest of plant safety & would help reduce addl burdens on personnel by removing conflicts. STOLZ.J.F. Operating Reactors Branch 4. 84/11/28. BAUER.E.G. Philadelphia Electric Co. 4pp. 27843:283-27843:287.
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F. Security, medical, emergency & fire protection plans
8503180457 Forwards public version of Rev 15 to App D-4 & Rev 13 to App I-2 of Emergency Plan Implementing Procedure EP-209 re personnel safety team & chemistry & health physics contractor call list.respectively.Affidavit encl. DALTROFF.S.L Philadelphia Electric Co. 85/01/10. MURLEY.T.E. Region 1, Office of Director. 4pp. 29402:266-29402:281.
-8503180465 Public version of Rev 15 to App D-4 & Rev 13 to App I-2 of Emergency Plan Implementing Procedure EP-209 re personnel safety team & chemistry & health physics contractor call list,respectively.Portions withheld. * Philadelphia Electric Co. 84/12/12. 13pp. 29402:270-29402:281.
8503180462 Public version of Rev 7 to Emergency Plan Implementing Procedure EP-202, "Operations Support Ctrs Activation," & Rev 14 to EP-209, "Telephone List for Emergency Use," & index.W/JM Felton 850308 release memo & 850213 Itr. COONEY.MJ. Philadelphia Electric Co. 85/02/13. MURLEY.T.E. Region 1, Office of Director. 81pp. 29401:297-29402:013.
8503210020 Forwards environ assessment & finding of no significant impact re util 830527,0916 & 1203 requests for seven exemptions from 10CFR50,App R requirements-Publication in FR requested.
GEARS.G.E. Operating Reactors Branch 4. 85/03/04. BAUER.E.G. Philadelphia Electric Co. 5pp. 29480:120-29480:128.
J. Insurance & Indemnity information
8503130199 Forwards Endorsement 110 to NELIA Policy NF-140,Endorsement 62 to MAELU Policy MF-67 & Endorsement 5 to MAELU Certificates M-8 & M-9 & NELIA Certificates N-8 & N-9.
BRADLEY.E.J. Philadelphia Electric Co. 85/03/08. SALTZMAN.J. Assistant Director for State & Licensee Relations. 7pp. 29330:352-29330:358.
P. Operating license stage documents & correspondence
8503120580 Discusses containment isolation dependability of containment purge & vent valve operability (NUREG-0737,Item II.E.4.2). Issues re purge & vent valve operability resolved.SER encl.
STOLZ.J.F. Operating Reactors Branch 4. 85/02/20. BAUER.E.G. Philadelphia Electric Co. 11pp. 29338:093-29338:103.
8503120691 Forwards Amends 105 & 109 to Licenses DPR-44 & DPR-56, respectively & safety evaluation.Amends modify Tech Specs re limiting conditions for operation & surveillance requirements for sump collection & flow monitoring sys. GEARS.G. Operating Reactors Branch 4. 85/02/27. BAUER.EG. Philadelphia Electric Co. 2pp. 29338:022-29338:049.
-8503120701 Amends 105 & 109 to Licenses DPR-44 & DPR-56,respectively, modifying Tech Specs re limiting conditions for operation & surveillance requirements for sump collection & flow monitoring sys. STOLZ.J.F. Operating Reactors Branch 4. 85/02/27. 22pp. 29338:024-29338:045.
-8503120713 Safety evaluation supporting Amends 105 & 109 to Licenses DPR-44 & DPR-56,respectively.
*    Office   of   Nuclear  Reactor   Regulation,   Director.   85/02/27.  4pp.   29338:046-29338:049.
8503060341 Forwards fee for util 841009 & 1219 requests per NRC 850220 Itr. BRADLEY.EJ. Philadelphia Electric Co. 85/02/28. DIGGS,R.M. License Fee Management Branch. 3pp. 29239:003-29239:004.
8503190467 Forwards Amends 106 & 110 to Licenses DPR-44 & DPR-56, respectively & safety evaluation.Amends change Tech Specs re automatic depressurization sys to conform w/requirements of NUREG-0737,ltem II.K.3.18.
GEARS.G.E. Operating Reactors Branch 4. 85/03/05. BAUER.E.G. Philadelphia Electric Co. 2pp, 29441:144-29441:157.
-8503190471 Amends 106 & 110 to Licenses DPR-44 & DPR-56, respectively, changing Tech Specs to conform w/requirements of NUREG-0737, Item II.K.3.18. STOLZ.J.F. Operating Reactors Branch 4. 85/03/05. 8pp. 29441:146-29441:153.
-8503190476 Safety evaluation supporting Amends 106 & 110 to Licenses DPR-44 & DPR-56,respectively.
*    Office  of  Nuclear  Reactor  Regulation,   Director.  85/03/05.  4pp.  29441:154-29441:157.Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480-340-29481:084.
